ETag: "98ec23733742a18039ec8be08383b081"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2377
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Raymond B Ray
x-archive-meta-case-name: Allied Machine Tool & Design, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: flsb
x-archive-meta-date-case-filed: 2010-08-10
x-archive-meta-date-case-terminated: 2011-12-13
x-archive-meta-docket-num: 10-33437
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 520718
x-archive-queue-derive: 0
x-upload-date: 2012-09-01T10:27:29.000Z
